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legends. 


A Fuel depot ■ ' ■ ' k , 

1 Brick wall, 7 feet high 

2 Watchtowers, each 16 feet high, 
occupied by guards with .machine? g&c& 

3 Barbed-wire fence i ; ' 

4 Transformer house 

5 Stand pipes and loading Jramp / ? ;&*-||| 

5a Storeroom for empties ; • *' ' ''S~ 

6 Semi -underground bunkers with 

■ fuel containers . u\ 

7 Above ground fuel containers 

8 Clarifying installation ~ T 

9 Two motor pumps . 

10' 'Offices ; ; '> ; 'I'- 

ll Garages and workshops 

12 Barracks building , 'A 

13 Guardhouse 

14 Administration b ul l .d ln g or 

laboratory, where polish officer a v 
and EM are employed ‘? l ' ; * ' r<£; 

15 Concrete site ; r '»X. A -isfc 

16 Gates :j?- 

17 Classification track for tank ears- 

V * -V ..••' ■■■ . y/ v.f 

B Medical supply depot; ; 
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